
The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


OEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P, MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


3 / 6/12 


Andrius Knasas 
Assistant District Attorney 
Suffolk County 

Dear ADA Knasas; 


Enclosed is the analytical information you requested in regards to laboratoiy 


certificate number 


Included are copies of the following: 


1) Laboratory Drug Receipt 

2) Laboratoiy Control Card with chemists’ hand notations 

3) Analysis Reporting Form with chemist’s hand notations 

4) Gas Chromatograph/Mass Spectrometer (GC/MS) analytical data 


The preliminary tests on this sample were performed by Daniel Renczkowski and the 
GC/MS analysis of this item was performed by Kate Corbett. 


If you have any questions about this material, please call the laboratory at 617-983- 
6622. 


Sincerely, 



Daniel Renczkowski 
Chemist II 

DPH Forensic Drug Analysis Laboratoiy 


cc: KAC 
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City: Boston D.C.U. Police Dept. 
Officer; P.O. RENEE JACK SON 
Def; 


Date Analyzed: 


3 -, 




Amount: 
No. Cont: 


12 Cont: pb 


Subsf: SUB 


DateRec'd; 12/20/2011 
Gross Wt.: 7,21 ■- 


Prelim: 

(f) 


No. Analyzed. 

Net Weight: P. 

^ Tests; /3j:57T^ 

Findings: 
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SAMPLE# 

No. of samples tested; 


5 


AGENCY ANALYST^ 

Evidence WL 




PHYSICAL DESCRIPTION: GrossWt {l?-) 

U-V-e CAvvJ nUv/ Wf ( ) 

Pkg. Wt 
NetWt 


1 

r\ (Ji c\«c.r pi3i' 


3 . :53 50 « 




P, 


f 


PRELIMINARY TESTS 
Spot Tests 


Cobalt 

^ Thiocyanate ((-l-i-) 


Marquis 


( Ubg) 


Froehde's 


^ Mecke's._ 



Microcrvsta 

Gold 

Chloride 

nine Tests 

+ 

3 

TLTA (HH 

4- 


OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS C^^OCal^l 
DATE 


GC/MS CONFIRMATORY TEST 
RESULTS_ Co Cq /-s(P 
MS 

OPERATOR X^f)C 

DATE 


Rpvkpfi y/onnii 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


F; \SYSTEM7\02__07_12\ai6311.D 
KAC 

7 Feb 2012 11:53 

BLANK 


DRUGS.M 
RTE 



Abundance TIC: 816311.D\data.rns 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


816311.D 


Thu Mar 01 09:05:17 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\02_07_12\8163i2.D 

KAC 

7 Feb 2012 12:09 

COCAINE STD 

12 

DRUGS . M 
RTE 


Abundance 

2000000 

1500000 

1000000 

500000 


4.$65 


TIC: 816312.0\data.ms 


O'—— I— ‘ —'—i—^ 

Tirne--> 2.00 3,00 


-r - f - T - i — i'S —— TT — I—[-T — 1—1 — r-j - i --I -T -I - -T -1- i i ( i i i i | i i i i p i—i r—i—p-r-i i—r 

4.00 5.00 6.00 7.00 8.00 9.00 10.00 11.00 12,00 


Ret. Time 

Area 

Area % 

Ratio % 

4.665 

2149179 

100.00 

100.00 


816312.D 


Thu Mar 01 09:05:22 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F ; \SYSTEM7\02_07__12\816312 . D 

Operator : KAC 

Date Acquired : 7 Feb 2012 12:09 

Sample Name : COCAINE STD 

Submitted by ; 

Vial Number : 12 

AcquisitionMeth: DRUGS.Mf 
Integrator : RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW__TOX2. L 

PK# RT Library/ID CAS# Qual 


1 4.66 C:\Database\SLI,L 

COCAINE 000050-36-2 99 


Abundance Average of 4.612 to 4.834 min.: 816312.DWata.ms {-) 



816312.D Thu Mar 01 09:05:23 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\02_07_12\816327.D 

KAC 

7 Feb 2012 16:02 

BLANK 
DJR 
1 

DRUGS . M 
RTE 


Abundance TIC: 816327.D\dala.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


816327,D Thu Mar 01 09:05:41 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


F: \SYSTEM7\02_07__12\816328 .D 
KAC 

7 Feb 2012 16:18 


DJR 
2 8 

DRUGS.M 
RTE 


Abundance 

I 

1500000? 

I 

1000000 ] 

500000] 

0 ^-r-r 

Time"> 2.00 


TIC: 816328b\data;ms 

4.865 


T—pr-T—r“-7^ "- T "" T ' j — I — I— 1— I —[—E-^-1—f—[--i- r -i'-T—|r—r-T—r—r—j—i— m —r—]—i—r—i—f—p—i—i—r-i—j—r-r t’-i- 

3,00 4,00 5.00 6.00 7,00 8 . 00 _ 9.00 10.00 11.00 _ 12!00 


Ret, Time 

Area 

Area % 

Ratio % 

4.665 

1856922 

100.00 

100.00 


816328.D Thu Mar 01 09:05:45 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


F: \SYSTEM7\02__07_12\816328 .D 
KAC 

7 Feb 2012 16:18 


DJR 
28 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

; 80 
: 80 

PK# 

RT Library/ID 

CAStt 

Qual 


1 4.66 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 

80 

60 

40 

20 

0 

m/Z”> 

Abundance 

80 

60 

40 

20 

0 


40 


82 


42 


155 67 


Average of 4.622 lo 4.829 min.: 816328.D\data.nis (-) 
182 


60 


42 


,56 6S 


94 105 


122 


135 


162 166 

..uk.i,-. 


303 


198 


208 222 


272 

242 259 I 288 


80 


82 


.|- . , .. V ‘'| I I' l ' I ( | ‘| I r- j'- r - r r t"] i » i r i i r i i f i i i i | - i ■ 

100 J2P_140 160 180_200 220 240 260 260 300 

#29: COCAINE 


182 


94 


105 


122 


135 166 


m/z-> 


40 


60 


80 


100 120 


-"rq-ri'i ’i I l' 

140 160 


198 




214 


244 259 


272 


303 






180 200 220 240 260 280 


300 


816328.D 


Thu Mar 01 09:05:46 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\02_07_12\816329.D 

KAC 

7 Feb 2012 16:33 


DJR 
29 

DRUGS.M 
RTE 


Abundance 

2000000 ; 

1600000^ 

1000000 

500000 

oV- 

Time-> 2.00 


4.665 


TIC: 816329.D\dala.ms 


3.844 I 

T—^—I—f - T —s—I —At—]—I—I—I—I—I— I —I—r—r“j ! i ^ i [ e i i i p“T i | i i i ^ \ > ( r—i f p r 

3.00 _4:0p 5.00 6.00 _7.00 8.00 9.J)0_10.00 11.00_12.00 


Ret. Time 

Area 

Area % 

Ratio % 

3.844 

132715 

5.73 

6.08 

4.665 

2182251 

94,27 

100.00 


816329.D Thu Mar 01 09:05:51 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\02_07_12\816329,D 
KAC 

7 Feb 2012 16:33 


DJR 
29 

DRUGS.M 
RTS 


Search 

Libraries: C:\Database\SLl.L 

C;\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 

; 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 3.84 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 97 


Abundance Average of 1791 to 3.966 min.: 816329.D\dala.ms (-) 



Abundance 


80 


60 i 


40 


2o; 


m/z-> 


51 

40 50 


#59443: lmid3zo[2,1-bJthiazota, 2,3,5,6-lefrahydro-6-phenyl' 

148 


73 


63 

W4V 


101 





127 


I 89 

I 

I 117 



..J 




H' 


135 




157 

n-Trr 


176 

167 I 186 




204 


60 70 80 90 100 110 120 130 140 150 160 170 180 190 


tt-|4 

200 


816329.D 


Thu Mar 01 09:05:51 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File; 



File Name 

P;\SYSTEM7\02 07 12\816329.D 



Operator 

KAC 



Date Acquired 

^^e^20^ 16:33 



Sample Name 




Submitted by 

DJR 



Vial Number 

29 



AcquisitionMe th 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C;\Database\SLI. L 

Minimum 

Quality: 80 


C;\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CAS# 

Qual 


4.66 C:\Database\SLI.L 
COCAINE 


000050-36-2 


99 


Abundance 

80 

60 

40 

20 


82 


Average of 4.622 !o 4.839 mtn,; 816329.D\data.ms (-) 
182 


94 105 


42 


ow 

m/z-> 40 


Abundance 

80 

60 

40 

20 


i65 68 

, tJ.i.i ,,.11. 




122 


135 


152 


166 


, i d .i t i j l 


303 


198 272 

' 214 244 259 j 288 

■' ' H- , I . I , 


! ‘ f 

60 80 JOO_120_140 160 180 200 220 240 260 280 300 

#29; COCAINE 


182 


42 


,55 68 

.Jill 


94 


105 


m/z-> 


40 




122 


135 "'66 


198 


214 


244 259 


272 


303 


-n ' *■ ' ' r i I I’l 1 1 j-'l I I |--| I I I > I > I I I I -T- r-r-|-T- T r-r [ r- 

60 80 100 120 140 160 180 200 220 240 260 280 300 


816329.D 


Thu Mar 01 09:05:52 2012 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\02_07_12\816333.D 

KAC 

7 Feb 2012 17:36 

BLANK 


DRUGS.M 
RTE 


Abundance TIC: 816333.D\data.ms 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


816333,D 


Thu Mar 01 09:06:04 2012 


Page 1 


Corbett email PRR 015505 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


F: \SYSTEM7\02__07__12\816334 .D 
KAC 

7 Feb 2012 17:51 

COCAINE STD 

34 

DRUGS.M 
RTE 


Abundance 


2500000 

2000000 

1500000 

1000000 

500000 

oi-r-r-i., 

Time-> 2.00 


3,00 


4.065 


TIC: 816334.D\da{a.ms 


r—I—I—?—I——]—s—I—I—I—I—I—f—1—I—I—I—«—t—I—j—I—r-T— f—t- ^ - -i -|—i—r - r- r i—r—j—i—|—i—i—i—r 

4.00 5.00 6,00 7.00 8.00_9.00 _._10,p0 ,1100 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

4.665 

2924803 

100.00 

100.00 


816334 ,D 


Thu Mar 01 09:06:08 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\SYSTEM7\02_07_12\816334,D 

Operator ; KAC 

Date Acquired : 7 Feb 2012 17:51 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number ; 34 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NISTOSa.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PKif RT Library/ID CAS# Qual 


1 4.66 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.617 to 4.829 min,: ei6334.D\data.ms (-) 



m/z-> 40 60 80. 100 120 140 160 180 200 220 240 260 280 300 


816334.D Thu Mar 01 09:06:08 2012 Page 2 


Corbett email PRR 015507 







